HISTORIC LANDMARKS COMMISSION 


November 12, 2015 


NANSEMOND 1646 SUFFOLK 1742 


THE REGULAR MEETING WILL BE HELD AT 9:00 A.M. IN 
CITY COUNCIL CHAMBERS 
SUFFOLK CITY HALL 


NOTE: IF YOU CANNOT ATTEND THIS MEETING, PLEASE CALL 
THE DEPARTMENT OF PLANNING 
BY 12:00 NOON, WEDNESDAY, November 10, 2015 
514-4060 


RANDY HICKS 
CHAIRMAN 


PREPARED BY THE CITY OF SUFFOLK 
DEPARTMENT OF PLANNING & COMMUNITY DEVELOPMENT 


DIVISION OF PLANNING 


AGENDA 
Historic Landmarks Commission Meeting 
Thursday, November 12, 2015 
9:00 a.m. 


I. Call to Order: Chairman 
Hl. Roll Call 
IJ. Approval of the Minutes 


IV. New Business 


A. REQUEST FOR CERTIFICATE OF APPROPRIATENESS, HC-2015-00024, 
submitted by Lashawn Barnes, applicant and property owner, for change in materials for 
the repair or replacement of an existing windows and associated trim of an existing 
structure located at 216 Grace Street. The affected property(s) is further identified as 
Zoning Map 34G18, Block (A) Parcel{s) 160, Suffolk Voting Borough, and is zoned RM 
(Residential Medium District), and HC (Historic Conservation Overlay District). 


V. Staff Reports 
A. Enforcement Update 
B. Administrative Approvals 


VI. 
Adjournment 


MINUTES 


HISTORIC LANDMARKS COMMISSION 


October 8, 2015 


9:00 A.M. 


The regular meeting of the Historic Landmarks Commission was held on Thursday, 
October 8, 2015, 9:00 a.m., in the Council Chambers of the City Hall, 442 W. Washington 
Street, Suffolk, Virginia, with the following persons present: 


MEMBERS PRESENT: STAFF: 

Randy Hicks Robert P. Goumas, Acting Director of Planning 
Susan Coley Karla Williams, Associate City Attorney 
Merritt Draper Thomas Jordan, Planner II 

John Faircloth Jillian Scott-Hale, Office Assistant II 

Oliver Hobbs 

Walter Boyette 

Edward King 

Vivian Turner 


MEMBERS ABSENT: 
Amy Stone 


The meeting was called to order by Chairman Hicks. The roll was called by Mr. Goumas 
and the Chairman was informed that a quorum was present. The minutes of the previous 


meeting were approved as presented. 


NEW BUSINESS 

REQUEST FOR CERTIFICATE OF APPROPRIATENESS HC-2015-00020, 
submitted by Vernon Perry, applicant and property owner, for change in materials for 
the repair or replacement of an existing standing seam metal roof, windows, rear porch 
and associated exterior renovations of an existing structure located at 131 and 131 % 
Clay St. The affected property(s) is further identified as Zoning Map 34G18, Block (A) 
Parcel(s) 352, Suffolk Voting Borough, and is zoned CBD (Central Business District), 
and HC (Historic Conservation Overlay District). 

The first item of business was introduced by the Chairman, followed by a staff report by 
Thomas Jordan, Planner II. Mr. Jordan stated the structure located at 131 and 131 % Clay 
Street was included in the district as part of the East Washington Street District expansion 
(2002). The two and a half story Queen Anne style dwelling was constructed between 1895 
and 1910. The contributing dwelling is 2-bays wide and features a turret with a three-sided 
bay on the fagade. The front door entry features a fan-light, 1-light sidelights and transom. 
The front door is flanked by a pair of 2/2 windows. The full-width front porch utilizes 
Square-edged wood balusters. The roof features cornice returns and scroll-sawn eave 
brackets. The building has been converted to a duplex. The building has a two-story rear ell 
and the windows in the second story have been replaced. Mr. Thomas stated that in April 
2015, the building suffered fire damage on the side and rear resulting in the destruction of the 
majority of the roof. Mr. Thomas stated that the renovations proposed to the exterior of the 


building include: replacement of the previous standing seam metal roof, replacement of the 


three (3) side and rear windows, and partial replacement of the exterior vinyl siding. 


Nm 


Roofs 

Roof designs and materials are one of the key character defining elements of a house, 
therefore historic roofing materials should be preserved and maintained. The applicant 
intends to replace the standing seam metal roof which was damaged by fire with an asphalt 
shingle roof. The applicant has provided pictures of the original wood shingle roof which was 
underneath the standing seam metal roof. In urban areas as early as the 18" century, it was 
common to replace or cover wooden roofs with more fire resistant materials such as metal. 
Therefore, restoration of a later roof material would have a valid precedent. Cost and 
maintenance considerations may motivate a request for the substitution of a material different 
in appearance from the original. However, on roofs with a high degree of visibility, 
patterning, and/or texture, the substitution may seriously alter the character of the building. 
The dimensional asphalt shingle selected by the applicant intends to replicate the original 
wood shingle. If an asphalt shingle replacement roof is deemed appropriate, the applicant 
should select an asphalt shingle color that more closely resembles a weathered wood shingle. 
The metal roof on the turret, which rises from the projecting bay, is proposed to remain in 
place. Mr. Thomas stated that as proposed, the dramatic change in appearance between the 
metal roof on the turret and the proposed asphalt shingle roof on the main body of the house 
could have a substantial negative effect on the character of the historic building. Given the 
visibility of the roof and the unique turret element, a consistent roofing material should be 


utilized on both areas. The roof on the turret appears fully intact and was not damaged by the 


fire; accordingly the metal on the turret roof should not be disturbed. Therefore, the roof on 
the main body of the house should be standing seam metal to match the original in 
appearance as opposed to the proposed asphalt dimensional shingle product. 

Windows 

Windows are a major character and style-determining feature of an historic building. It is 
very important that the windows of a historic building be preserved where possible to 
maintain their size and details. The three (3) previous windows which the applicant is seeking 
to replace were destroyed by fire. Replacement windows should be selected to match the 
original in appearance, detail, material, profile, and overall size as closely as possible. When 
replacement is justified, the Historic District Design Guidelines support the use of wood, 
metal clad, or vinyl clad replacement windows and match the original windows being 
replaced. The first story of the house generally has the original 2/2 windows. The second 
floor features 9/9 on the front and side. Several other windows are utilized in the house 
including 8/8, 6/6, 4/4, including one of the destroyed windows which utilized a diamond 
pattern grill. The three destroyed windows were located in the side and rear of the dwelling 
and were 8/8 and diamond pattern. The grid pattern of the other fire damaged window is 
unknown. The multiple window styles reflect the additions and alterations made to the house 
in the last century. The applicant has selected an aluminum clad wood window with 
simulated divided light grill for the three replacement windows. The proposed window is 


designed to match the original in general appearance and is in conformance with the historic 


district design guidelines for replacement windows. The most appropriate divided light 
patiern for the windows would be a 6/6 or 8/8. 

Generally, the use of replacement vinyl is discouraged in the historic district. 

The existing structure was covered in vinyl siding prior to its inclusion in the historic district. 
Mr. Thomas stated that while the majority of the vinyl siding remains intact the applicant is 
seeking to replace the fire damaged siding which is located on side and rear of the dwelling. 
The siding should be a like-kind replacement in regard to design, profile, size, texture, and 
color. 

Recommendation 

Mr. Thomas stated that as proposed, the request to install asphalt shingles on the main body 
of house could have a substantial negative effect on the character of this historic building and 
the district as a whole. Therefore, the roof on the main body of the house should utilize 
Standing seam metal to provide a consistent roof material on the historic dwelling. 
Therefore, staff recommended denial of the proposed change in roof materials. Based on the 
information provided by the applicant, the proposed change in window and siding materials 
for the exterior repair, replacement, and renovation is in keeping with and furthers historic 
preservation efforts of the City of Suffolk as recognized in the Unified Development 
Ordinance and Suffolk Historic Design Guidelines. Therefore, based on the above findings- 


of-fact, staff recommended approval of the request with the five conditions as listed: 


wr 


1. The replacement roof on the main structure shall utilize standing seam metal 


2. Replacement vinyl siding shall match the existing vinyl siding in regard to design, 
profile, size, texture, and color. 


3. Replacement window(s) shall be a Pella 450 ProLine cladded-wood window (or 
comparable) and match the original window(s) in appearance, detail, material, profile, 
and size utilizing a divided light or simulated divided lite in an 6/6 or 8/8 pattern. 


4. No further exterior improvements shall be permitted without the issuance of a 
Certificate of Appropriateness. 


5. All required permits shall be obtained from the Community Development Division. 
The public hearing was opened. 
Speaking in favor was Vernon Perry, property owner. Mr. Perry stated that he is trying to 
properly restore the house as it was before the fire. Mr. Perry stated that he intends to install 
a new roof, put in new windows that can’t be restored and get rid of mold and the smell of 
smoke in the house. Mr. Perry stated that there will be new flooring in the kitchen and a new 
deck and porch. Mr. Perry stated that all new wiring and plumbing is to be done. Mr. Perry 
Stated that he intends to clean up the whole area that was damaged. 
There being no more speakers in favor or in opposition, the public hearing was closed. 
After discussion by the Commission, a motion was made by Commissioner Faircloth to 
approve staffs recommendation. The motion was seconded by Commissioner Hobbs and 


approved by a recorded vote of 8-0. 


New Business: Enforcement Update 

Donald Bennett, (Planning & Community Development) gave an update on the enforcement 
actions taken by Community Development for the following properties: 

128 Pinner Street — property work to begin shortly 


There being no further business, the meeting was adjourned at 9:15 a.m. 


October 8, 2015 


COMMISSIONERS 


Boyette, Walter 
Coley, Susan M, 
Draper, Merritt 
Faircloth, John 
Hicks, Randy 
Hobbs, Oliver 
King, Edward L. 
Stone, Amy 
Turner, Vivian 


Motion: Faircloth 


TO: Hobbs 


2™: To Approve 
Application 
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CITY OF SUFFOLK 


441 MARKET STREET, P.O, BOX 1858, SUFFOLK, VIRGINIA 23439-1858 
PHONE: (757) 514-4060 FAX: (757) 514-4099 


DEPARTMENT OF 
PLANNING & COMMUNITY DEVELOPMENT 


Division of Planning 


To: Historic Landmarks Commission 
From: Claire Jones, AICP, Comprehensive Planning Manager 
Date: November 12, 2015 


Subject: REQUEST FOR CERTIFICATE OF APPROPRIATENESS HC2015-00024, 
submitted by LaShawn Barnes, property owner, for replacement of windows and 
associated trim in a residential structure located at 216 Grace Street. The property 
is further identified as Zoning Map 34G18 Block (A) Parcel(s) 160, Suffolk 
Voting Borough, and is zoned RM (Residential Medium Density), and HC 
(Historic Conservation Overlay District). 


STAFF REPORT 


Overview of the Subject Property and Surrounding Area 


The subject property is located on Grace Street within the original boundaries of the Suffolk 
Historic District (1987). The 200 block of Grace Street consists almost entirely of two-story 
vernacular frame dwellings built in the last two decades of the nineteenth century, giving it a 
strongly cohesive historic impression. Three of these dwellings have been converted to duplexes. 
but the overall appearance of the street is largely unchanged from the period of significance. 


The structure located at 216 and 216% Grace Street is a two-story frame dwelling, circa 1885. 
and is now configured as a duplex. It is a contributing structure constructed in a vernacular 
architectural style with Italianate influences, most notably the low hipped roof. It is one of three 
examples of the latter stylistic influence found on Grace and Pear! Streets. Other notable features 
of the dwelling include: weatherboard (vinyl siding); pyramidal hipped roof (asphalt shingle); 
vernacular porch with Tuscan columns; 6-over-6 (6/6) windows: one 2-over-2 (2/2) window of 
Italianate influence on the first story (south elevation); and, one tripartite window on the first 
story (front elevation). 


Case History 


No previous certificates of appropriateness have been issued for this property. 


HC2015-00024 
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Proposed Action 


The applicant is requesting after-the-fact approval for the replacement of eleven (11) wood 
windows on the second story of the structure with vinyl windows and replacement of an 
additional thirteen (13) windows on the first floor. The second story windows were replaced with 
vinyl windows prior to the issuance of a stop work order on October 13, 2015. The remaining 
original windows are still in place but deemed to be beyond repair, with the exception of the 
tripartite window on the front. The applicant has provided a statement from a Class A general 
contractor and photographic evidence indicating that most of these windows have termite and 
moisture damage and are generally in poor condition or were before removal. The tripartite front 
window does not have significant damage and will be retained and repaired as necessary. 


Public Notice 


Public notice of this meeting was published in the newspaper and notices were mailed to 
adjacent property owners. 


Applicable Regulations and Analysis 


A. Unified Development Ordinance 


Ly Section 31-413(f)(1), Certificate of Appropriateness: Where exterior appearance 
of any structure as viewed from any street or public way is involved, the Zoning 
Administrator shall issue no permit for erection. alteration. or improvement unless 
and until a Certificate of Appropriateness has been issued. 


2. Section 31-413(g)(2). General Considerations 
A. The compatibility with the design, development standards and criteria as 
included in the City’s adopted Historic District Design Guidelines. 
Cc. The historical or architectural value and significance of the building. 


structure or appurtenant element and its relationship to the historic or 
architectural value of the area in which it is proposed to be located. 

E. The compatibility of planned improvements and renovations with the 
architectural and historic quality, character. and scale of the historic 
buildings in the City of Suffolk. 


b. Section 31-413(g)(7). Approval of Major Action by the HLC: (¥) Any alteration 
to exterior materials or color of materials 


B. Suffolk Historic District Design Guidelines 


Le Chapter 1, Section E, Categories of Significance with the Historic Conservation 
Overlay District, Contributing Structures: Historic or non-historic structures 
contribute to the overall historic character of the historic district through the 
compatibility of their design, character, scale, material, and detailing. They are 
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not, however. significant enough to be designated as landmarks. 


Chapter 1. Section F, Goals with the Historic Conservation Overlay District: 
« Continued use of historic buildings 
e Appropriate design of additions and alterations for buildings 


Chapter 2. Section E, Certificate of Appropriateness: A Certificate of 
Appropriateness is similar to a building permit in that it is required whenever the 
exterior appearance of any structure in the Historic Conversation Overlay District. 
as viewed from any street or public way, is erected, altered. or improved. 


Chapter 4, Section C, Window Openings: Windows are a major character and 
style-determining feature of an historic building. It is very important that the 
windows of an historic building be preserved where possible to maintain their size 
and details. 


Chapter 4, Section C.3. Guidelines for Window Preservation: 

e Maintain Original Windows: If repair of an original window is necessary, 
repair only the deteriorated element to match the original in size, 
composition. material, dimension, and detail by patching. splicing. 
consolidating. or otherwise reinforcing the deteriorated section. The 
removal of historic resources shall be avoided. 

e Avoid Replacing Original Windows: Replace windows only when they are 
missing or beyond repair. Reconstruction should be based on physical 
evidence or old photographs, when available. Replacement windows 
should be designated to match the original in appearance, detail, material, 
profile. and overall size as closely as possible. Do not use inappropriate 
materials or finishes that radically change the sash, depth of reveal. muntin 
configuration, the reflective quality or color of the glazing. or the 
appearance of the frame. 

e New Window Materials: New windows may be constructed of painted 
wood, metal clad or vinyl clad. Unfinished or anodized aluminum is not 
permitted. When evaluating the acceptability of replacement windows, the 
following criteria shall be used: 

o Kind and texture of materials; 

o Architectural and historical compatibility; 

o Comparison to original window profile; 

o Level of significance of original windows to the architectural 
style of the building; and 

o Material performance and durability. 


An after-the-fact approval of eleven (11) vinyl replacement windows and installation of an 
additional thirteen (13) vinyl clad windows is requested. Historic data shows that the structure 
extensively utilized 6/6 wooden windows. Additional windows include two 4/4 double-hung sash 
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windows, one 2/2 double-hung sash window, one 4 light casement window, and one tripartite 
window with 2/2 and 1/1 light configurations. 


The Historic District Design Guidelines identify windows as a major character and style- 
determining feature of a historic building and therefore discourages their replacement. The 
Guidelines offers clear directions on the preservation of windows and the criteria for evaluating 
the installation of replacement windows. The Historic District Design Guidelines further state the 
removal of historic resources shall be avoided, therefore the rehabilitation or repair of the 
deteriorated window section(s) should be the primary objective. 


When replacement of the original window is requested, the Historic District Design Guidelines 
call for a signed statement from a licensed general contractor stating the condition of the existing 
windows. Supporting documentation for any application for a Certificate of Appropriateness 
seeking authorization for the replacement of windows should include exhibits and information on 
the ability of the windows to be repaired, need for replacement. proposed corrective measures, 
and options for replacement. The applicant has provided an assessment documenting the 
condition of the previously removed and existing windows thereby establishing the need for 
replacement. 


Eleven (11) replacement windows already installed by the current owner are double-hung vinyl 
windows with 6/6 and 4/4 divisions. Six of these windows are located on the main part of the 
house and are highly visible from the public street, while the remainder are located on the rear 
addition and are less visible. While these windows mimic the original wood windows in regard 
to style. the profile and materials used are not appropriate. The Historic District Design 
Guidelines support the use of wood, metal clad, or vinyl clad windows for replacement of 
deteriorated windows. The installed vinyl replacement windows do not meet the Historic District 
Design Guidelines standards. 


The original tripartite front window is in serviceable condition and is to be retained and repaired 
as necessary. It is feature unique to the house and is indicative of the Italianate influence in 
appearance and proportion. The remaining 13 original windows are to be replaced with windows 
having the same divisions as the existing windows and with similar profiles. The applicant has 
also stated a willingness to consider retaining the one 2/2 sash window on the south side if repair 
is feasible. 


Should the Commission determine that window replacement is appropriate, the Guidelines 
support the use of wood. metal clad or vinyl clad windows. In addition, any new replacement 
windows should match the original in appearance, detail, material, profile, and overall size as 
closely as possible. Inappropriate materials or finishes that radically change the sash, depth of 
reveal, muntins configuration, the reflective quality or color of the glazing. or the appearance of 
the frame shall not be utilized. 


Summary and Recommendations 


After evaluation, staff believes that the criteria of the Historic District Design Guidelines can be 
met based on the above findings-of-fact and the conditions outlined below. Therefore, staff 
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recommends approval of the following actions and conditions in regard to HC2015-00024: 


I. 


NO 


ws 


Deny the after-the-fact installation of vinyl double-hung windows and install appropriate 
replacement windows as directed by the Historic Landmarks Commission. 


Retain and repair tripartite front window as an essential element to architectural integrity 
of the structure. 


Evaluate 2/2 window on first floor south elevation for repair. Replace as directed by HLC 
if repair is infeasible. 


No further exterior improvements permitted without the issuance of a Certificate of 
Appropriateness. 


All required permits shall be obtained from the Community Development Division. 


Suffolk 
Historic & Cultural 
Overlay District & — 
National Register 

Historic Districts 


HC24-15 


ES sr 


Legend 
| sm ditions 4 Culture Conervabon Ovedtay 
National Register Historic Districts 
(-} Onginal Suffolk District (1987) 
[7] North Main Street District Extension (1994) 
W CON STANCE RD [) East Washington Street District (2002) 
f } [7 West End District (2004) 
\ PRENTIS ST [7 West End Distict Expansion (2004) 
ei3 : 7 7] Suffotk District Expansion (2004) 
_#”] Suffotk District Expansion (2004) 
[__) Cedar Hitt Distnct (2006) 


4 JON 


1 Leikshesteatasrmaledeeckaned ein tered 
= recmreaen 2 Be ews ied 


Sg a ay ES FS NE TOD OH ded Ech 
Naetah Gd nerorer & eva ener ae 
[evaldiers dan lnprielereghianlaherd-antekerlin belied 
teen at alt Seg el ae ee OEP] bikie wed mad be he 
Petenenr ReeeEN eine — 


w 
uy 
K 
2 
= 
bw 
rt 
xr 


112,000 
1 inch = 1,000 feet 


City of Suffo& Deparment of Suffolk 


Planning & Community Development Py pic sb 
Updated 10/29/2015 Bij neal fees Pa hem Jaf 


St FT et 
—— ETc 
‘ 


; 


October 14, 2015 


LaShawn Barnes 

Shore Breeze, LLC 

5190 West Military Hwy 
Suite N 

Chesapeake, VA 23321 


RE: Property Narrative 


The subject property Is that certain lot, piece or parcel of land, situate, lying and being on the east side of 
Grace Street, In the City of Suffolk. This property is currently improved with @ two stery duplex for 
residential use located at 216 Grace Street, Suffolk, VA 23434. Itis currently identified by the City of 
Suffolk Assessor as parcels 0.17 acres; L160; Map No. 34G18{A)* 160 Class code 0001 with tax account 
number of 350421000, 


Mnt— 


HC24-15 


4757 Mill Wood Way 
Suffolk, VA 23434 


yy —< Triangular Ascension, LLC 
October 1, 2015 


Client: 216 Grace St 
Suffolk, VA 23434 


Attention: Shore Breeze LLC 
Phone: 328-4385 Fax: 426-1984 


Project: Window repairs 


4 
t 


Ph 757-435-938 
E-mail conamdse Palen 


Class A Generai Contractor 
License#: 2705140680A 


Scope: The windows al the above address was inspected for repair to operable 
condition. Unfortunately, we are recommending installation of vinyl replacement 


windows dua to a combination of factors including: 
* Dilapidated frames, sashes, sills and muntins 
* Wood destroying insects 
* Rotting members 


Signature: Quinton Barnes Date: October 1, 2015 


Certified by: Quinton Bames, Project Manager 


"Building your today and our future” 
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Tie DESCRIPTION = Architectural Analysis 


With only a few exceptions, most of the houses on Pearl Street 
are two-bay wood frame vernacular types with gable roofs and cornice 
with cornice returns. They most probably originally possessed more 
details such as bracket work. The houses at 216-216} Grace Street and 
212-2123, and 217 Pearl Street all have low hipped roofs and are 
derived from Italianate designs. The residence at 221-223 Grace 
Street, a large five-bay house built at the end of the street, is a 
substantial L plan dwelling. Both dwellings at 214 and 216 Pearl 
Street are large Queen Anne houses, somewhat out of scale on this 
street, that were built sometime between 1903 and 1908. 


The most interesting aspect of the Grace and Pearl Street area is 
the solid impression of late nineteenth-century architecture which 
dominates the streetscape. Despite modern alterations such as 
aluminium siding or porch renovation, the integrity of the street as 
it was built between 1880 and 1908 is complete without any 
noncontributing buildings or severely denatured facades. 


Before the 1880s the only development other than "New Town" was 
on Pine Street to the west. On Gray's New Map of 1877, Main Street 
meets with Washington Street at its southernmost end. It was this 
area that became Washington Square where Suffolk's commercial district 
was to grow. Heading west of Washington in 1877, the street name 
changed to Kilby Street after the junction of Sycamore and Washington 
Streets. Sometime in the 1880s Market Street was extended westward 
from Main Street and was probably named after the market that shared a 
Space in the building that also housed the town hall and town storage 
until it was torn down shortly after 1893. Sycamore Street which 
originates from the railroad tracks south of Washington Street was 
extended through Washington Street and terminated at Market Street in 
1ses. In 1885, the street name was changed to Saratoga. A new 
firehouse was built across from Saratoga Street on Market Street 
probably in 1888 - 1889. Two fires, one in 1885 and another in 1888 
were enough to convince the town that a Fire Company was a necessity 
for a growing industrial and commercial center. Between 1894 and 1898 
Saratoga Street was extended northward in front of the firehouse and 
one wood frame structure sat immediately north of the station. Both 
the firehouse and two wood frame structures of the period have 
disappeared. The firehouse was demolished when Market Street was 
widened from 30 to 64 feet. A noncontributing commercial building, 
202 Market Street, occupies the former site of the two residential 
buildings that were adjacent to the firehouse. 


(See Continuation Sheet #12) 
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7. DESCRIPTION - Inventory: 


GRACE STREET (continued) 
200 Block 


212: Detached House, Verncular, c. 1895, Wood frame 
(aluminum siding); 2 stories; 2 bays (asymmetrical); cross 
gable roof (asphalt shingles); Vernacular porch with Tuscan 
columns; cornice returns; corbeled chimney; 6 over 6 
windows; modern metal porch awning. 


213: Detached House, Vernacular, c. 1890. Wood frame 
(weatherboard); 2 stories; 2 bays; gable roof (standing seam 
metal); Vernacular porch with classical columns; Italianate 
cornice brackets; cornice returns, 6 over 6 windows. 


214: Detached House, Vernacular, c. 1885. Wood frame 
(weatherboard); 2 stories; 2 bays (asymmetrical); gable roof 
(standing seam metal); Vernacular porch with ‘Tuscan 


columns; Italianate cornice brackets; cornice returns; 6 
over 6 windows. 


215821 5%% Detached House (duplex), Vernacular, c. 1890. 
Wood frame (aluminum siding); 2 stories; 5 bays 
(asymmetrical); cross gable roof (asphalt shingles); 
Vernacular porch; projecting bay window in front; cornice 
returns. 


216-2163: Detached House (duplex), Vernacular, c. 1885. 
Wood frame (aluminum siding); 2 stories; 2 £x»bays 
(asymmetrical); pyramidal hipped roof (asphalt shingles); 
Vernacular porch with Tuscan columns; 6 over 6 windows; 
tripartite window on first story. 


217: Detached House, Vernacular, cc. 1900. Wood frame 
(aluminum siding); 2 stories; 3 bays (asymmetrical); gable 
roof (standing seam metal); cornice returns; metal awnings; 
6 over 6 windows. 


218: Detached House, Vernacular, c. 1885. Wood frame 
(weatherboard); 2 stories; 3 bays (asymmetrical); cross 
gable roof (standing seam metal}; Vernacular porch with 
Tuscan columns, full classical entablature and simple 
brackets; Italianate cornice brackets; tall 2 over 2 windows 
on first story. Includes: one garage. 


(See Continuation Sheet #37) 


216-216 % GRACE STREET 


2015-10-13 


ow 


J 


HC2015-00024 


1 TR putts Che* ide | 


See ap tet 
J : : i 


contin 


Dent el Re A neal tN a oe or es 


| 
b 

if 
a) 


cae 


2015-10-13 


HC2015-00024 


HC2015-00024 


HC2015-00024 


be 
4 


nd 
; a : 
A ar 2% a ee FFT | 
i ‘ 


¥ 


PET PME IE I PPO TIE TT, 


HC2015-00024 


HISTORIC CONSERVATION OVERLAY DISTRICT 
GENERAL CERTIFICATE OF APPROPRIATENESS 


Application Number: HC-2015-2] AD 


THIS CERTIFICATE MUST BE POSTED IN A VISIBLE LOCATION 
ON THE PREMISES 


This is to certify that the structure located at the following location has met the requirements of 
Section 31-413(f)(1) of the Unified Development Ordinance: 


Property Address: 239 W. Washington Street 

Property Owner: N & N Land Company, LLC. c/o Ralph Nahra 

Property Owner’s Address: 3720 Redwood Farm Drive, Virginia Beach, VA. 23452 
Property Zoning Map Identification: 34G17(A)*160 


Property Zoning: CBD, Central Business and HC, Historic Conservation Overlay Districts 
The following action/conditions are approved: 


1. Construct a 38" x 8" structure to shelter the proposed outdoor BBQ smokers. 

2, The open-sided wood frame accessory shelter building will be located behind the main commercial 
building with a 6° privacy fence enclosure. The structure will feature a shed roof design (8° maximum | 
height) with GAF Timberline Series (Architectural - Dimensional) shingles, or equivatent, and be a shade 
of brown or gray. The open-sided structure will be wrapped on the front and sides with a chain link mesh 
(with access gate) and utilize sheet metal on the rear to reflect the smoker heat. 

3. The existing unfinished wood picket fence along the public sidewalk and the 6’ existing unfinished wooden 
privacy fence enclosing the rear of the outdoor dining area will be painted white. 

4. The wall sign shall be constructed of wood or metal (painted black and white) and the fittings should 
penctrate mortar joints rather than brick. 

5. Any additional exterior improvements shall require a Certificate of Appropriateness. 

6. All required permits shall be obtained from the Community Development Division. 


THIS CERTIFICATE JS VALID FOR SIX (6) MONTHS. THE APPROVED ACTION(S) 
MUST COMMENCE WITHIN SIX (6) MONTHS, OTHERWISE A REQUEST FOR AN 
EXTENSION MUST BE APPLIED FOR AND GRANTED BY THE HISTORIC 
LANDMARKS COMMISSION OR THE ADMINISTRATOR BEFORE SUCH ACTION CAN 


COMMENCE. 
f Signed: 
(Zoning Administrator) C Secretary) 


Date: ty 7/ 1S Date ZW//7/ 1 Ss 


Signed 


HISTORIC CONSERVATION OVERLAY DISTRICT 
GENERAL CERTIFICATE OF APPROPRIATENESS 


Application Number: HC-2015-22AD 


THIS CERTIFICATE MUST BE POSTED IN A VISIBLE LOCATION 
ON THE PREMISES 


This is to certify that the structure located at the following location has met the requirements of 
Section 31-413(f)(1) of the Unified Development Ordinance: 


Property Address: 137 West Washington Street 

Property Owner: 147 West Washington St., LLC 

Property Owner’s Address: 1425 E Cary St., Richmond, VA. 23219 
Property Zoning Map Identification: 34G18(2)*13 


Property Zoning: CBD, Central Business District and HC, Historic Conservation Overiay 
District 


The following action/conditions are approved: 


. Install two 4 sq. fi. (24°x24”) window signs and one 1 sq. ft. (12"x12”) door window sign 
onthe West Washington Street storefront facade for the “Oasis Café Lounge”. 

. The vinyl window deca! will utilize black and white paint colors. 

. Any additional exterior improvements shall require a Certificate of Appropriateness. 

. All required permits shall be obtained from the Community Development Division. 


THIS CERTIFICATE IS VALID FOR SIX (6) MONTHS. THE APPROVED ACTION(S) 
MUST COMMENCE WITHIN SIX (6) MONTHS, OTHERWISE A REQUEST FOR AN 
EXTENSION MUST BE APPLIED FOR AND GRANTED BY THE HISTORIC 
LANDMARKS COMMISSION OR THE ADMINISTRATOR BEFORE SUCH ACTION CAN 
COMMENCE. 


HISTORIC CONSERVATION OVERLAY DISTRICT 


GENERAL CERTIFICATE OF APPROPRIATENESS 
Application Number: HC-2015-023AD 


THIS CERTIFICATE MUST BE POSTED IN A VISIBLE LOCATION 
ON THE PREMISES 


This is to certify that the structure located at the following location has met the requirements of 
Section 31-413(f)(1) of the Unified Development Ordinance: 


Property Address: 223 North Main Street 

Property Owner: Thomas L. Woodward, Jr. Trust 

Property Owner's Address: 227 N. Main Street, Suffolk, VA. 23439 

Property Tax Map Identification: 34G18(A)*69 

Property Zoning: CBD, Central Business District and HC, Historic Corridor Overlay 


The following action/conditions are approved: 


. Replacement of the existing 3-tab asphalt shingle roof with a GAF Timberline Series 
Architectural Shingle (dimensional) in Slate color. 

. Repaint the exterior siding and trim white and doors and shutters black. 

. Paint application shall follow painting guidelines as outlined in the design guidelines and 
the manufacture’s specifications for preparation and application. 

. Like-kind replacement of the existing wood operable shutters in regard to size, materials, 
and design. All existing shutter hardware shall be repaired and reutilized. 

- No further exterior improvements permitted without the issuance of a Certificate of 
Appropriateness. 

. All required permits shall be obtained from the Community Development Division. 


THIS CERTIFICATE IS VALID FOR SIX (6) MONTHS. THE APPROVED ACTION(S) 
MUST COMMENCE WITHIN SIX (6) MONTHS, OTHERWISE A REQUEST FOR AN 
EXTENSION MUST BE APPLIED FOR AND GRANTED BY THE HISTORIC 
LANDMARKS COMMISSION OR THE ADMINISTRATOR BEFORE SUCH ACTION CAN 
COMMENCE. 


